ETag: "9e71f4d4507e1de62a2edf6d35e54114"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1533
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 40:3131 Miller Act
x-archive-meta-case-name: Red Dot Buildings v. Jacobs Technology, Inc. et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: laed
x-archive-meta-docket-num: 2:11-cv-01142-CJB-ALC
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Miller Act
x-archive-meta-pacer-case-num: 146193
x-archive-queue-derive: 0
x-upload-date: 2012-06-08T08:40:53.000Z
